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19 April 1963 


Dear Dr. Killian, 

It is -with real regret tkat I learn you 
are retiring as Chairman of the President’s 
Foreign lateUigence Advisory Board. I want 
to let you know how very much I have enjoyed 
working with you and the Board over these 
many years since its creation in 1956. 

With very best wishes for your 
endeavors in the future. 


Sincerely yours. 


Lyman B. Kirkpatrick 
Executive Director 


Dr. James R. KilliM. 
President, Massachusetts 
Institute of Technology 
Cambridge, Massachusetts 
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